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WITH THE DEEPLY-CURVED D-150 SCREEN 


The new D-150 ALL-PURPOSE projection system virtually eliminates 
further conversions or modifications as heretofore required to accom- 
modate the various screen processes. ALL aspect-ratios in both 35mm 
and 70mm are presented with enhanced depth and clarity, and without 
distortion on the DEEPLY-CURVED D-150 screen. 


In theatres with 70/35mm projection capabilities the ALL-PURPOSE 
package is comprised of projection optics customized to the screen 
and theatre, the newly-developed D-150 DEEPLY-CURVED screen, and 
fully automated masking programmed to adjust to all picture sizes. 


Conventional 35mm 
Widescreen (I.85:l) 


This image is presented on the minimum segment of the ALL-PURPOSE screen. 
The 1.85:1 widescreen image width will approximate 40 to 45 feet in a typical 
installation. 
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: “Scope” or anamorphic 35mm 
| (2.2:I) 


“Scope” images are presented with a depth and stability-of-focus rarely 
achieved. The anamorphic optics provide a rectified image for distortion-free 
viewing. In the ALL-PURPOSE installation the “scope” image size is approx- 
imately 17% larger than 1.85:1 widescreen. 
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Conventional 70mm (2.I:I) 


Conventional 70mm images obtain an unsurpassed depth and brilliance when 
presented on the ALL-PURPOSE screen. The picture, 21% larger than “scope” 
in the ALL-PURPOSE installation, reproduces all of the clarity and detail of 
which the various 70mm processes are capable. 
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Full-Screen Dimension 150 


The full dimensions of the ALL-PURPOSE screen, 75% larger in size than the 
conventional 70mm picture area, are utilized for the prestige presentation of 
DIMENSION 150 — The New Dimension in Motion Pictures. 


The D-150 DEEPLY-CURVED ALL-PURPOSE SCREEN is a single-sheet 
which mounts in a normal manner on the 120 degree 
ented surface has a gain factor of approximately nd eliminates 


cross-illumination while incr contrast and c ituration. It is 
h motorized, programmed masking 


to permit rapid and positive change from one aspect ‘6 another. 
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Keeping Pace with Progress: 


AS MOTION PICTURE EXHIBITORS, we of United 
Artists’ Theatres have been intimately concerned with 
the many problems and costs resulting from the necessity 
of accommodating the various projection processes which 
have evolved since 1952. While we welcome new innova- 
tions in film technology as effective means to stimulating 
business, we must also face realistically the economic 
implications in supporting this kind of progress. 


Since we are active in the fields of film exhibition and 
technology, we have taken the initiative to reconcile tech- 
nical growth with the economies of motion picture exhi- 
bition. It is with great pride that I announce the 
perfection and availability of the new D-150 All-Purpose 
Projection System which is capable of exhibiting all 
aspect-ratios on a single deeply-curved screen, with 
unprecedented quality. 


We of United Artists’ Theatres are so convinced of the 
many advantages and extreme flexibility of this new de- 
velopment, that most new UA Theatres and many of our 
more important existing houses will be equipped with 
new D-150 All-Purpose Installations. I feel that if we 
exhibitors employ this remarkable new tool in appropri- 
ate situations, we will be in a position to keep pace with 
progress and, at the same time, add exciting new dimen- 
sions to film exhibition. 


MARSHALL NAIFY 
President, 

United Artists’ Theatre Circuit Inc.; 
D-150, Incorporated. 
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Write or Call 


James 
Barry 


Robert 
Bemis 


For More Information 


The D-150 ALL-PURPOSE PACKAGE 


The unique elements of the D-150 ALL-PURPOSE sys- 
tem are packaged for outright sale to exhibitors for exist- 
ing theatres and for new theatre installations. The 
package is comprised of: 
(1) The D-150 ALL-PURPOSE screen (sheet). 
(2) ALL-PURPOSE projection lenses complete for: 
1.85:1 35mm widescreen 
2.2:1 35mm “scope” 
2.1:1 conventional 70mm 
(3) Automatic motorized masking custom-designed 
and fabricated for the D-150 deeply-curved ALL- 
PURPOSE screen. 
While 70/35mm projection equipment and sound with 
6 channel magnetic capabilities are required for all- 
purpose presentation, these items of equipment are not 
included in the D-150 ALL-PURPOSE package. 
Specifications for the screen frame will be provided or 
the frame can be included as a part of the package, at 
the option of the purchaser. 
Projection lenses for full-screen DIMENSION 150 are 
supplied at no cost when the exhibitor enters into a li- 
censing contract for the exhibition of a picture in the 
DIMENSION 150 process. 


SALES POLICY 


Western Theatrical Equipment Company and D-150 
engineers will analyze the blueprints of your existing 
or planned new theatre and quote a firm price on the 
ALL-PURPOSE package. All quotations will include 
screen specifications and picture-sizes for all of the indi- 
cated aspect-ratios. 


A “typical” installation may utilize a 70’ screen, and pro- 
vide for a 35mm widescreen image of 40’; a “scope” pic- 
ture of 47’; and a picture-width for conventional 70mm of 
52’. The full width of the screen is utilized for presen- 
tations in DIMENSION 150. 


The sale of a D-150 ALL-PURPOSE system includes a 
contract covering the utilization of the screen. In return 
for a discount of 25% of the retail value of the screen, 
the purchaser agrees that he has the right to utilize up 
to 75% of the screen without restriction. The remaining 
25% of the screen is for the exhibition of pictures in 
the DIMENSION 150 process. 


A D-150 engineer will supervise the final stages of in- 
stallation of the ALL-PURPOSE system to insure the 
highest level of performance. 


The D-150 ALL-PURPOSE PROJECTION SYSTEM is a development of D-150 
Incorporated under the direction of Dr. Richard Vetter and Carl W. Williams. 


Exclusive Distributors 


Western Theatrical Equipment. (o. 


187 GOLDEN GATE AVENUE e 


SAN FRANCISCO, CALIFORNIA 94102 


AREA CODE 415 e UNDERHILL 1-7571 


D-150 Inc. 


8831 SUNSET BLVD. 
LOS ANGELES, 
CALIFORNIA 90069 


Western Theatrical £quipmont Co. 
187 GOLDEN GATE AVENUE 


SAN FRANCISCO, 
CALIFORNIA 94102 


We would appreciate your reaction to the all purpose system. 


You may leave this card with any attendant in the theatre or drop it in 
the mail. No signature is necessary. THANK YOU. 


Would you like more information 
on the All Purpose Installation? 


Just drop this card in the mail. We shall be pleased to send information 
to you. 


NAME 


COMPANY. 


ADDRESS. 


